Fort Frederica, Saint Simons Island, Georgia, 
bmilt in 1736 by English forces under the direc¬ 
tion of General James Edward Oglethorpe, 
founder and first governor of Georgia. This 
fortification became the military headquarters 
for the defense of Georgia and the other 
English colonies against the Spaniards in 
Florida and was the most expensive fortifica¬ 
tion built by the English in North America. 
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